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Customer ID; 6HS 
Certificate 4&-C-0HS 


Type ROUTINE INSPECTION 
Dale Jan-27-£EM5 


No ron-compiiant items idenliiied during this inspection 

The inspection and an e*il Interview were conducted with a facility representative. 
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